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SUB J : WALK THRU METAL DETECTOR ISTANBUL 

FRISKEM METAL DETECTOR IS PRESENTLY OPERATING WITH A 
RELIABILITY FACTOR OF APPROXIMATELY SIXTY PERCENT. INTERCHANGING 
OF ALL PRINTED CIRCUIT CARDS DID NOT IMPROVE RELIABILITY OF SYSTEM. 
PRESENT TROUBLE SHOOTING INFORMATION IS NOT ADEQUATE TO REPAIR 
PROBLEM. SUGGEST AN ADIUSTMENT PROCEDURE FOR ALIGNING 
RECEIVING PLANE 3-25 TURN POTENTIOMETERS. CAN YOU ADVISE ON THIS 
PROBLEM? TSO WILL BE RETURNING TO ISTANBUL IN APPROXIMATELY 
FIVE DAYS. REPLY TO ANKARA AND ISTANBUL. 

MACE 
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